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ABSTRACT 


Ultrasonic transducers were used to couple the trans- 
mission of continuous-wave and pulse-modulated signals 
across relatively short paths of less than one meter 
through media of various densities. The experimental model 
used consisted of two concentric, cylindrical, stainless- 
Steel tanks, one inside the other, with the area peteeen 
them filled with either water or air. The investigation 
showed the feasibility of tramsSmitting usab&ie data to and 
Peotea Unit Which was isolated from a data source, ifeuF 
from outside the outer tank to inside the inner tank, and 
vice versa, without physically penetrating the walls of 
either tank. An application hypothesis for a Submarine 
Launched Weapon System is presented as an example of em- 
ployment of this technique since the weapon vehicle is re- 
latively isolated from the fire-control system and since 
the elimination of cabling between the launcher and the 


weapon should enhance system performance. 
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i. NATURE OF STHES PROBLEM 


This investigation was stimulated by the existence of 
acoustic devices that can detect flaws and measure wall 
thickness of material structures to which access is gener- 
ally limited to one side. This suggested the possibility 
of transmitting control data or information by acoustic 
means through various media without physical penetration of 
the media and without imposing any additional operating lim- 
i1tations, 

This investigation was undertaken to determine the 
measitbility of acoustically coupling the” transmission of 
control data to and from units which are relatively isolat- 
ed, 1.e€., Surrounded or encased by a medium, or media, of 
perhaps varying density. The ey anehn ssueewen data to such 
units may neither be possible, practical, nor conducive to 
electromagnetic methods. Furthermore, cabling may not be 
desired or may impose limitations on the system because of 
cable penetrations which could affect its material struc- 
ture. In addition, maintenance of other type devices may 
be restricted or require complete shutdown of the overall 
system operation. However, if the media can support acous- 
tic wave propagation, then the coupling of the transmission 
by acoustic means may not only be feasible but may prove to 
be more practical and even more economical than other meth- 


ods. 


Preis ts Of CMpimical formulas andadevelopment of math— 
eieeea lb cxpressions Contained in the literature “Ref. 4] 
and statistical data from other sources were considered and 
referenced. However, a feasibility study such as this in- 
vestigation which used an experimental model was considered 
more apropos for this undertaking. In so doing the scope 
was narrowed to just the problem of the acoustic coupling of 
electrical signais through the media of this one model. 
Also, the particular type of transducer used may not have 
been the best suited to the task even though satisfactory 
results were obtained. Use of other supporting equipments 
and devices that would have made the model a complete work- 
ing system were either postulated or simulated. 

The experimental model consisted of two concentric, 
cylindrical, stainless-steel tanks, one inside the other, 
with the space between them filled with either air or tap 
water. Even though the inner tank was not a completely in- 
dependent unit, it was postulated that the necessary de- 
vices and power supplies to make it so are available in the 
industry. The results of the experiment led to the conclu- 
sion that this technique could be satisfactorily applied to 
systems with configurations different from that of this 
model. 

It was not intended to develop a generalized technique 
for design analysis and parameter selection that would best 


fit any system. This would be an ideal project for the 
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continuation of research in this area. The development of 
a mathematical model for use in a modern computer system 


would be an excellent example of sucha progees 


ITI. EXPERIMENTAL PROCEDURE 


A. DESCRIPTION OF APPARATUS 

A sketch of the experimental model and a schematic dia- 
gram of the overall setup are contained in Appendix A with 
actual photographs of the apparatus and its arrangement. 

The outer tank was 153.0-cm long with an inside dia- 
meter of 32.2 cm. The inner tank was 61.0-cm long with an 
outside diameter of 26.8 cm. The radial difference or "gap" 
between the tanks was therefore 2.7 cm. The wall thickness 
of the stainless shell of both tanks was 0.6 cm. The outer 
tank was fitted with a drain-and-fill connection in the 
1.0-cm thick circular plate that was welded in place to 
close that end. The opposite or open end had an outside 
flange for receiving a watertight closure plate. This clo- 
Sure plate was also 1.0-cm thick but had an 8.8-cm hole 
drilled through its center. This hole was fitted with a 
watertight phenolic ring with a 3.8-cm inner hole fitted 
with a neopreme rubber O-ring seal. The inside of the out- 
er tank had neoprene-covered phenolic blocks that acted as 
Spacers upon which the inner tank could be placed. In order 
to vent or pressurize the space between the two tanks, the 
outer tank had two air-hose fittings, one at each end and 
located at what was designated the top of the cylinder. 

The inner tank was closed at one end also with a welded cir- 


Gwiar= plate 1:.0-cm thick. Thevoppostte or open end of the 


inner tank had an inside flange for receiving a 1.0-cm 
thick watertight closure plate. This closure plate was 
penetrated by a watertight tube which was 33.0-cm long and 
3.7-cm in diameter with a wall thickness of 0.1 cm. This 
tube protruded through the hole in the rang of the outer 
tank's closure plate. This allowed the cables connected to 
the transducers inside the inner tank to be passed through 
the tube and be connected to either the trasmitter or re- 
ceiver equipments located in the laboratory. A neoprene- 
covered phenolic block was mounted to the top of the inner 
tank. This acted as a locking device as well as a guide. 
The inner tank could then be concentrically positioned and 
locked in place. Therefore, when it was installed, its 
longitudinal mid-point could be positioned 61.0 cm from the 
outer tank's open end. 

The particular type of transducers used in this inves- 
tigation had stainless-steel, threaded stud-like housings. 
Firm and watertight mounts for the transducers housing were 
provided by welding stainless-steel nuts to selected posi- 
tions on the outer and inner tanks. There were five such 
positions on each tank. Some of these had holes drilled 
through the walls of their respective tanks so that the 
face of the transducer could protrude into the space between 
the tanks. Three of the test positions for the outer tank 
were radially located on the cylindrical periphery 61.0 cm 
From the outer tank's open end. The remaining two positions 


were located in the end plates. One penetrated the welded 


circular plate at the closed end and the other was on the 
outside skin of the closure plate for the open end; i.e., 
ies @lsiga RE penetrate the plate. The inner tank had similar 
fittings. Three of these positions were radially located 
inside the inner tank on its cylindrical periphery opposite 
those of the outer tank. Similarly, the two remaining test 
positions for the immer tank were located on the end yplaces 
However, the penetration scheme was reversed. The one lo- 
cated on the open end's closure plate penetrated into the 
Space between the tanks and the one on the closed end's 
welded plate did not penetrate. The penetration scheme for 
the radial positions provided flexibility also. There was 
only one position on the outer tank's wall that penetrated 
while two positions on the inner tank's wall were fitted 
for penetration. This permitted selection of different com- 
binations of media through which the feasibility of the 
acoustic coupling could be tested and studied. 

Since there were six transducers of this type avail- 
able for the investigation, they were first used in the 
radial positions of each tank. The three transducers used 
in the outer tank's radial positions were denoted by the 
numbemw> 1, 2, and 3. The three transdtieersmeused ain ene 
inner tank's radial positions were denoted by the letters 
feereoneec.. DifterenE modes of opération, Could Ehem ee 
designated by a number-letter or letter-number combination. 
Peopeciiive fair of transducers used in a test as well as 


the medium or media between their faces would then 
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correspond to a particular letter=numbervor number-one: 
combination. Appendix A contains a schematic diagram of 
the setup which shows a cross-sectional view of the model 
with these radial positions so denoted. The following 
table lists the designations of each transducer, its serial 
number, whether or not it penetrated the wall of its re- 
spective tank, its location in degrees relative to the top 
of its tank measured clockwise as viewed from the open end, 


and the media through which the acoustic coupling had to be 


made, 
Outer Tank Location ACs Inner Tank 
Desig. Ser. Pen. Deg. Rel. Media* Desig. Ser. Pen. 
lL. Tal ery lS 090 W/A A TiZe YES 
S-W/A 
2 64 NO 000 W/A-S B 74 YES 
3 Te NO 270 S-W/A-S : 70 NO 


The tests from the end plate locations were conducted 
after the tests from the radial locations. Since the seri- 
al number identifying each transducer was already associ- 
ated with either a number or letter, the same correspondence 
was retained for the end-plate designations. However, in 


order to distinguish their use in these positions, a prime 


W/A, water or air 

S-W/A, steel to water or air 

W/A-S, water or air to steel 

S-W/A-S, steel to water or air to steel. 
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Piet double prime (") indication was affixed to the 
number or letter associated with the transducer so used. 
The numbered transducers were again associated with outer 
Eank poSitions and the lettered transducers were associ- 
ated with inner tank positions. The prime sign indicated 
Mee @et tien mn the sclosed end’ s welded plate spGaLbe doubie 
Gee wseciae Indi caked awposi tion in the sopen, endsegclosuxe 
peate., 

The transducers used to convert the electrical signals 
to acoustic Signals and vice versa had a ceramic sensing 
element of lead zirconate titanate. These sensing elements 
were radially polarized thin-wall ceramic cylinders operat- 
ing in the radial and length mode utilizing the electro- 
strictive effect for the energy conversion process. The 
operating frequencies were in the ultrasonic range above 
50 kHZ. Experimental testing found the upper frequency 
cutoff to be about 350 kHz. All of the transducers were 
mounted face-on; 1.e., the cylindrical axis of the sensing 
element was aligned to the direction desired for transmis- 
Sion or reception. Appendix A contains a specification 
sheet that lists the characteristics of each transducer 
and 1ts dimensions. 

The simulation of data transmission by continuous-wave 
Signals was accomplished by using a sine-wave oscillator. 
The transducer selected for transmission was connected di- 


pectiy by coaxial cabling to §€hits oseciaators wer digital 


ee 


data simulation, a pulse-modulated signal train was formed 
by using a plus-and minus square-wave generator with the 
sine-wave oscillator. A solid-state silicon diode was 
shunted across the output in order to short the negative- 
going pulse to ground. This formed a series of positive 


pulses which could simulate a serial train of binary "ones". 
The output waseconnected by coaxial cable sto uthe, transducer 
selected for transmission. 

The electrical output of the transducer selected for 
reception of the acoustic signal coupling the gap was con- 
nected by coaxial cable to a rather special amplifier. MThis 
amplifier was designed for use with these transducers, and 
therefore its parameters were well suited to the application. 
These are listed below: 

1. High Input Impedance of 1000 MQ shunted by 15 pF 

The transducers had a nominal dc resistance of 
10,000 M2 and a capacitance of 4700 pF. 
2. Satisfactory Gain of +40 dB 
The maximum output voltage into a rated load of 
10 kQ was 4 Vrms. A gain of +80 dB and an output voltage 
of 10 Vrms might have been better. 

3. Relatively Broad Frequency Response of 20 Hz to 

100 kHz into a Rated Load of 10 kQ 

A flat frequency response for the range 50 kHz to 
350 kHz would have suited this application better. How- 
ever, the response was only down 4 dB at 300 kHz for this 


amplifier; i.e., the gain was +36 dB at 300 kHz. 


abe 


4. Low Output Impedance of 509 in Series with 2.2 UF 


This was a good match for the oscilloscope used 


for observing and recording the results. 


5. Low Noise Figure 

6. Built-in Protection against Large Input Voltages 

7. Built-in Protection for Shorted Outputs 

8. A Power Supply Reguirements of +28 Vdc with a 
Nominal Current Drain of 6 mA 

9. Watertight, Corrosion-resistant, and Compact 
Packaging -- 5 Inches in Length and 7/8 Inch in 


Diameter 

The output of the amplifier was connected by coaxial 
cable to a dual-beam oscilloscope. This type of scope was 
selected so that the transmitted and received signals could 
be simultaneously observed and compared. It also permitted 
an attached oscilloscope camera to photograph the oscillo- 
scope traces together. The inherent high-Q of the transdu- 
cers required fine tuning of the oscillator used in the 
transmitting scheme. The dual-beam oscilloscope was used 
to observe the maximum response while the oscillator was 
tuned. The maximum response was defined as the maximum 
ratio of the received signal voltage to the transmitted 
Signal voltage determined from their respective traces on 
the dual-beam oscilloscope. This criteria may not have 
been the optimum since neither the shape of the pulse nor 
the phase of the wave of the received signal with respect 


to the trasmitted signal was considered. 
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Waterproof shielded coaxial cable and its associated 
connectors, adapters, and fittings were used exclusively. 
A rather simple high-pass filter was placed in the circuit 
just ahead of the amplifier to successfully demonstrate the 


Beaucitvon OLrmenbewonnreecuror Nomwce. 


Be PESTS 

For both the continuous-wave and pulse-modulated sig- 
nals a zero to +1.0-V peak voltage, denoted Vpi, was applied 
to the input of the transducer selected for transmission. 

An acceptable frequency for transmission was determined by 
carefully tuning the sine-wave oscillator through the fre- 
quency range of 50 kHz to 350 kHz. The oscillator was con- 
Sidered tuned when the ratio of the received signal trace 
to the transmitted signal trace was observed to be at its 
maximum on the dual-beam oscilloscope. 

For pulse-modulated signals several different combina- 
tions of pulse repetition rates (PRR) and pulse durations 
(PD) were tried. The final combination, arbitrarily chosen, 
was 250 pps and 2 ms, respectively. This was found to be 
an acceptable combination for the media and devices involved 
in this investigation. 

The first two tests conducted had a pair of transduc- 
ers clamped together, face to face, separated with a 0.1L5- 
cm piece of rho-c rubber. This was done to determine the 
attenuation attributed to just a transmitting-and-receiving 


pair of transducers without considering the medium between 
them. The tests included both the continuous-wave case and 


the pulse-modulated case. 
15 


The next six tests conducted were for determining the 
acceptability and the amount of attenuation associated with 
the radially located transducer pairs directly opposite one 
another. Continuous-wave signals were used and the space 
between the tanks was filled with either air or tap water. 
(Note: Since the results were very similar for transmis- 
sions from the inner-tank transducers to the ones on the 
outer tank, they were not included in the data and photo- 
graphic results contained in Appendix B.) 

The remaining tests were conducted for pulse-modulated 
Signals. The first four tests of this series were for the 
pair of transducers denoted 1-A that penetrated the walls 
of their respective tanks. This pair directly faced each 
other across the medium of the gap. For comparison of re- 
sults, the amplifier was bypassed for two of these tests. 
The next four tests conducted were with the remaining two 
pairs of transducers denoted 2-B (or B-2) and 3-C (or C-3) 
that also faced each other. This was to investigate the 
acoustic coupling through the media of steel-water, water- 
steel, and steel-water-steel. The results of special 
tests were included to show the effect of a change in fre- 
quency on the shape of the received pulse. The final three 
tests of this series were conducted with the space between 
Ene tanks filled with only air. It was from this series en 
Beets that the teasibility of acoustically coupling data 


was determined, 
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The next series of tests was conducted to investigate 
the amount of attenuation between different combinations of 
transducers other than those facing one another. This was 
to determine possible interference problems if more than 
one pair of transducers were used in the same system; e.g., 
one pair for a forward loop or data input and another pair 
mom a feedback loop ot data output. 

The final series of tests was conducted to investigate 
the relative security of transmissions from the radially 
located transducers with respect to the media between test 
transducers located in the end plates. In addition, pos- 
sible interference problems from external sources could be 
Simulated by transmitting from the test positions located 


in the end plates of the outer tank. 


ly, 


Pepe DREoENrING OF THE. DATA 


Dual-beam oscilloscope photographs were taken of the 
traces of the transmitted electrical signals and the traces 
Of tne received electrical signals for each of the tests. 
The data and photographic results are contained in Appendix 
B, 

Attenuation was defined for this investigation as the 
ratio of the received or output voltage (denoted Vpo) to 
the transmitted or input voltage (denoted Vpi) expressed in 
decibels, less the gain of the amplifier expressed in deci- 


bels. 
Aten (dB) = 201log, ,(Vpo/Vpi J (dB) - Ampl (dB) 


The voltage ratio was determined from dual-beam oscillo- 
scope observations. The gain of the amplifier was deter- 
mined from a frequency response test. 

Tests 1 and 2 showed a -6 dB and -10 dB signal atten- 
vation for the continuous-wave case and the pulse-modulated 
case, respectively. These tests were conducted with the 
transducers clamped together face to face. 

The next series of tests had the transducers directly 
facing one another across the media of their respective 
gaps. The results showed various degrees of attenuation 


and wave shapes. The values of attenuation ranged from -26 


Ihe’ 


dB for the continuous-wave signals through just a water 
path to -80 dB for the pulse-modulated signals through a 
steel-air-steel path. 

The final series of tests was primarily concerned with 
determining mutual interference problems as well as rela- 
tive security and interference from externally simulated 
sources. The results showed a range of values for atten- 
uation from -38 dB for a water path to -67 dB for a steel- 
water-steel path. Tests with the space between the tanks 
filled only with air were difficult to analyze because the 
amount of attenuation was greater than 80 dB. 

Time delays between the transmitted and received sig- 
nals appeared to be readily apparent and easily determined 
from the traces on the dual-beam oscilloscope. The rela- 
tive phase of a received continuous-wave signal or the 
shape, and positions, of a received pulse-modulated signal 
with respect to the transmitted signal were very dependent 
upon the transmitted frequency. Because of these varia- 
tions with frequency, time delays were not determined. 
However, time delays are surmised to be relatively short 
and should not be a significant problem in employing this 


technique. 


lia, 


ite ONC LUS EONS 


ae DPse@Us5ION OF RESULTS 

It is concluded that it is feasible to ultrasonically 
transmit control data or information through various media 
to relatively isolated units. The media involved must pos- 
sess the properties necessary to support the propagation 
of an acoustic wave, and be of reasonable dimension. It is 
further concluded that applicable systems can be practical- 
ly and economically adapted and converted to employ this 
technique. 

The shape and orientation of the received pulse-modu- 
lated signals were observed to be both positive and nega- 
tive pulses centered about a zero or ground reference. How- 
ever, the transmitted signals were positive pulses since the 
shunted diode was shorting the negative-going portions to 
ground. The received wave shape was attributed to the in- 
herent properties of acoustic wave propagation and transduc- 
er action. The conversion of electrical signal energy to 
acoustic signal energy, and vice versa, was by the electro- 
strictive effect of the ceramic sensing element in each 
transducer. The propagation of an acoustic wave through 
Lhe media involved required particle motion in those media. 
The inertia of the particles and the elasticity of the 
media caused their respective particles to sequentially 


oscillate around their normal positions and perhaps even 
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the execution of an orbit around that position [Ref. ile 
This can be said to produce a positive-and-negative-going 
pressure front with respect to the static pressure of the 
media involved. As this pressure front progressed through 
the media the acoustic wave was thereby propagated. When 
this acoustic wave impinged upon the face of the receiving 
transducer, a deformation of the sensing element resulted 
and an electrical signal was produced that was linearly pro- 
portional to the strain [Ref. 2]. If it had been desired, 
an additional diode could have been shunted across the out- 
put of the receiver so that it would have shorted the nega- 
tive-going portions of the electrical signal to ground. 

The sensing element of these transducers had a rela- 
tively high capacitance with a distinct and finite rise 
time (7 us). The pulse duration (PD) of the pulse-modulat- 
ed signals had to be of sufficient length to allow time for 
the conversion process to satisfactorily take place. The 
pulse repetition rate (PRR) was adjusted accordingly so that 
the sensing element could recover before the next impinging 
wave. The PRR and PD selected for this investigation were 
considered satisfactory for this purpose in that usable 
replicas of the transmitted signals were received. 

It was determined from these results that it is feasi- 
ble to use a pulse-modulated signal. However, it would re- 
Guare the proper utilization of associated filters, discrim- 


inators, threshold detectors, digital storage registers, 


Zl 


ete ewemultipiexers, D/A and A/D converters, amplifiers, 
local oscillators, modulators and demodulators, power sup- 
pie ee oeaten, to be a complete and usable sub-system. 
However, it is considered that an amplitude-modulated con- 
tinuous-wave signal may be better suited for applications 
envisioned for this technique. Signal processing and cod- 
ing schemes for this and various other types of signals are 
contained in the literature iRef. 3]. The associated de- 
vices required are considered within the present state of 
the art or available in the industry. 

The transducers used in this investigation were rather 
arbitrarily chosen because of their availability to this 
investigator. In that regard they were not necessarily the 
optimum type or best configuration for this application. 
Perhaps a thin ceramic disc would have been better suited. 
For example, a thin ceramic disc of barium titanate with a 
thickness of 0.2 cm and a radiating area of 10.0 ae was 
operated in the thickness mode. This produced 19.5 W of 
acoustic power when 10 Vrms at 1.44 MHz was applied 

Ref. 2]. This example indicated that the selection of a 
particular type of transducer could be an important facitzem 
in adapting this technique to a specific application. 

The receiving circuitry could have been improved by 
using a bandpass filter and a +80-dB amplifier to provide 


a flat frequency response in the range from 50 kHz to 


3S 5 Ope ie. 
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The problems of noise, interference, and interaction 
must always be taken into account but are considered design 
problems that can be solved by using well known techniques 
and available devices. Transmission security and interfer- 
ence from external sources are considered within acceptable 
limits for almost all cases of employment envisioned for 
this technique. 

Transducers of this type are rugged and durable, and, 
in this case, capable of withstanding shock pressure as 
great as 200 psi and operating temperatures from -40° to 
+225°F, The associated circuitry and devices mentioned 
above could be of solid-state design to enhance their com- 
pactness and ruggedness and to minimize power requirements. 

It is further postulated that power could be similarly 
coupled through the media. This power could be stored, 
could minimize the drain from a battery, or could be direct- 
ly used to operate devices. 

In control system applications, multiplexers could be 
Simplified by employing an additional pair of transducers 
to close the feedback loop. Therefore, a complete subsys- 
tem could employ three pairs of transducers with each pair 
operating at a different frequency. For instance, one pair 
could be used for data input, another pair for data output, 
and a third pair for supplying power. The reliability of 
such a system should be very acceptable for most applica- 


tions. When considering the additional feature of neither 
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requiring physical penetrations nor cables through the 
media involved, this technique would be rather af fate and 
should be considered well suited to the job. 

As mentioned before, the continuation of research in 
this area could be in the form of developing a computer- 
orientated mathematical model. Such a model could be pro- 
grammed to allow variation of the input parameters necessary 
for the design analysis of a specific system desired for 
adaptation to this technique. Further information concern- 
ing the development of such a model is in the literature 
LRef. 4]. In addition, a detailed analysis and tabulation 
of the characteristics of various media and applicable de- 


vices would be required. 


re AN EXAMPLE OF APPLICABILITY 

In order to show the possible usefulness for employing 
an acoustic coupling such as used in this investigation, an 
example of applicability will be presented. A Submarine 
Launched Weapon System will be considered as one such sys- 
tem that could benefit from the employment of this technique. 
The weapon vehicle in its launcher can be considered rela- 
tively isolated from the system that controls it; e.g., a 
torpedo, the associated torpedo tube, and the Torpedo Fire 
Control System, abbreviated TFCS for later reference. The 
uniqueness of the coupling feature is considered significant 
in this case since neither hull penetrations nor torpedo con- 


trol cables would be required. 
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Neither the hypothesis that follows nor this investi- 
gation were intended as an alteration proposal. They were 
not intended as a modification request, a design change re- 
commendation, or a complete research report. This investi- 
gation was merely a feasibility study of an acoustic coupl- 
ing technigue using an experimental model. The hypothesis 
that follows is just an example of employment of this tech- 
nique. However, it is suggested that further research into 
this area should be considered as a worthwhile project. 
Some other examples of possible application will only be 
mentioned. Data transmissions between control devices or 
instrumentation inside a nuclear reactor and its associated 
control stations, and transmission of control signals to 
units outside the main pressure hull of submarines, rescue 
vehicles, or hydrographic research vessels designed to 
operate at deep depths, are two such examples. 

Since this technique would neither involve hull nor 
launcher penetrations, the watertight integrity of the sub- 
marine would be enhanced. It would also eliminate the pene- 
tration of the torpedo by the control cable, which carries 
Seecrnal power and control data Erom Ehe TFCS to Ehe torpe- 
do, Peripheral devices associated with the use of this 
cable could also be eliminated. This would probably be 
welcomed by submariners and should enhance system perform- 
anee. The time required tomlead@a torpedo into a” tube and 
ready it for use could be reduced. The possibility of an 


erroneous or faulty cable connection would no longer 
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SS eeeenc ey sinaaivertent motor starts, flooded cables, bent 
Pereeeopen lecacc, etc. The possibility of torpedo tube 
down-time resulting from a cut cable damaging the seats or 
gaskets of a slide valve or drain valve would be eliminated. 
Furthermore, if submarines of the future and their associat- 
ed weapons were designed for weapon launchers mounted out- 
Side the main pressure hull, it is envisioned that an acous- 
tic coupling technique or a similar method which would not 
require hull penetrations would be employed. 

So that security classification requirements are not 
violated, all assumptions and postulations that follow are 
strictly theoretical for the purpose of presenting this ex- 
ample. 

One of the first aspects that should be considered is 
the compatibility of the data rate that can be processed to 
that required for successful implementation. Of all the 
control data to be transmitted to a torpedo, the torpedo 
gyro-angle order normally changes continuously and at a 
Faster rate than the other data. Consider a theoretical 
target at its closest point of approach to be at a range of 
1000 yards with a relative speed across the line of sight 
of 30 knots. The maximum rate of change of the bearing to 
the target would be about 60 deg/min or 1 deg/sec. Assume 
Lhat the torpedo gyro-angle order would be stored in digi- 
Lal register awaiting conversion to an analog signal that 


would actually be used to make the setting just prior to 
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launch. If increments of 0.5 deg were to be transmitted, 
then the rate of change that could be expected would be two 
increments per second. 

In order to simplify the coding scheme for this ex- 
ample, assume that the output of the DECS could be convert— 
ed to or transmitted as a digital pulse train of serialized 
informations One control word would then be composed of 
several different commands or settings. For instance, fif- 
teen different commands or settings can be assumed to re- 
quire a total of 60 bits or pulses per control word. The 
control word would then contain all the information requir- 
ed to control the torpedo. The proper reception of this 
control word by the torpedo could be verified by the TFCS 
in a feedback loop. The values of the registers in the 
torpedo could be sampled and returned to give matched in- 
dications on the TFCS console. In addition, the actual set- 
tings of the control devices could be checked just prior to 
launch to give similar indications of proper torpedo re- 
sponse. 

mesumemthat a PRR and PD™@£ 250 pps and 2 ms respect- 
ively would satisfy these theoretical requirements. The 
digital pulse train carrying the control word could be used 
to trigger an oscillator whose frequency had been preset to 
correspond to that best suited for the acoustic coupling. 
The received signals could then be processed by a special 
unit inside the torpedo designed for this purpose. This 


unit would have to contain all the components and devices 
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necessary to completely process all commands and settings 
so received. For ease of reference, this unit will be ab- 
breviated, WCP, meaning Weapon Command Processor. 

For wire-guided torpedoes an additional unit similar 
to the WCP could be placed inside the tube with the guid- 
ance wire housing. This unit would receive signals from 
the TFCS and relay them through the guidance wire to the 
WCP and vice versa. Again, for ease of reference, this 
unit will be abbreviated, LRU, meaning Launcher Relay Unit. 
The LRU could be located in a housing that could also con- 
tain an external spool of torpedo guidance wire. This 
housing could be permanently mounted to the inside of the 
breech door since all cabling would have been eliminated 
from that location. A special connector could be designed 
that would permit guick-connect and quick-disconnect of the 
wire in the spool to the LRU. The other end of the wire in 
this spool could have been previously connected to its 
torpedo while it was stored in the room. The torpedo could 
then be loaded and locked in its tube, the external spool 
placed in the housing, and the breech door shut and in so 
doing tube loading would be completed. 

The acoustic coupling would be between the LRU and 
another somewhat Similar unit located on the oustide peri- 
phery of the tube near the breech end. This unit will be 
abbreviated, SCP, meaning System Command Processor. This 
unit would have to have the additional task of routing the 


launch command to the tube firing mechanisms. The acoustic 
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coupling frequencies for data input and feedback data out- 
put could be initially set during installation of the SCP 
and LRU. Periodic maintenance tests could be scheduled to 
check their proper operation. Special codes and discrimi- 
nating circuits could be used for critical commands such as: 
"PRIME" (or warm-up), "ABORT" (or shutdown), "FIRE" (or 
launch), "TEST" (or training), etc. This would greatly low- 
er or eliminate the possibility of inadvertent actions or 
spurious signals causing unwanted operation. 

Special portable test equipment could also be designed 
that would allow torpedo checkout and system testing. Pro- 
visions could be made so that during these tests external 
power could be supplied either to charge power packs or to 
minimize their use. 

The WCP would have an internal power supply. 

Perhaps it could be designed for float-charging from ex- 
ternal power supplied through an acoustic coupling tech- 
nique. Relay of this amount of power through the LRU would 
not be practical because of the guidance-wire limitations. 
However, the SCP could be fitted with an additional trans- 
ducer in order to couple this power to a transducer in the 
WCP, designed with associated circuitry for this purpose. 
In addition, the LRU could be supplied power in a similar 
manner for its own requirements. In order to reduce the 
power supply requirements of the WCP inside the torpedo, the 


torpedo's main propulsion battery could be activated just 
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DEeItOmlaunchwee.g., one to five minutes prior to launch 
in order to warm-up and position those control devices re- 
Gn Gana Such ac Eon. 

The following is a theoretical sequence of events 
which also summarizes the example: 

1. All pre-launch preparations previously completed. 

2. Weapon employment required and denoted. 

a. Torpedo tube flooded and equalized with sea. 

b. Wire guidance selected at the TFCS. 

c. Water selected at the SCP. (Note: This im- 
plies the medium between the inside of the breech door and 
the outside housing of the LRU will be water. No penetra- 
tion is required.) 

3. TFCS has a solution, control data is ready, and 
a particular torpedo is assigned. 

a. Control data is digitally read-in and read-out 
every 0.5 seconds. 

b. The torpedo tube is made fully ready. (Note: 
This includes opening of the muzzle door.) 

4. Permission is obtained to prepare the torpedo for 
launch. 

a. "PRIME" activates the torpedo's main propulsion 
battery and checks its voltage within operating limits. 

b. Warm-up of control devices commences. 

c. D/A conversion is made to set all control de- 
vices that require such settings. (Note: A/D conversion is 


also required for feedback of such settings for verification) 
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d. All settings and commands are verified and 
Od bow EG 

52 Standby toelaunen. 

a. Final check of the TFCS solution is considered 
satisfactory. 

b. All indications are matched and the system is 
ready to launch. 

Ou WEED RG. 

a. Tube firing mechanisms are activated. 
b. Torpedo's main propulsion motor is started. 
c. Tube exit and the torpedo is running normally. 

7. Post-launch guidance commences. (Note: Since all 
pre-launch commands and settings have used the guidance 
wire, there is no difference in the post-launch phase ex- 
cept perhaps the restriction of certain commands or the 
facility of the torpedo to continue with the last informa- 
tion received if the wire is cut -- and of course the wire 
is getting longer.) 

As stated before, this was presented as just an ex- 
ample, using theoretical assumptions and parameters for re- 
lating the system to this technique. It was not meant to 
imply that the present system was not satisfactorily per- 
forming; but perhaps this technique should be considered 
for further research. The reduction of hull penetrations 


in submarines is considered pertinent to submarine safety. 
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Co. CLOSING SUMMARY 

Tt is considered that this investigation, using an ex- 
perimental model, has determined the feasibility of coupl- 
ing data ultrasonically to and from units which are rela- 
tively isolated. This acoustic coupling technique would 
neither require physical penetration of the structure nor 
cabling through the respective media of the system being 
adapted for its use. However, the intricacies of the struc- 
tural design and the configuration of the various media in- 
volved could restrict the employment of this technique. The 
number of acoustic boundaries, the thickness of the solids, 
and the length of the transmission path could impose dif- 
ficult problems. Perhaps some of these problems, including 
scattering and absorption, could be solved by having a 
series of acoustic relay units, but this may not be practi- 
cal. The thickness of the solids could be of such magnitu- 
de to preclude the use of present day ultrasonic devices, 
even those designed for high-power applications. 

It is hoped that the continuation of research for de- 
velopment of this technique will be motivated by this in- 
vestigation. In closing, the following points are summa- 
rized: 

1. Acoustic coupling of information through short 
paths of various media such as steel, water, air, and com- 


binations thereof is feasible within reasonable limits. 
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2. Because of the wide range of transducer elements 
and configurations available, it 1S considered that desired 
data rates can be obtained for many applications. 

3. Time delays should not be a significant problem. 

4. The effects of noise, interference, interaction, 
reflection, reverberation, and multi-paths can either be 
reduced or eliminated by either design or employment of de- 
vices for that purpose. 

5. The ultrasonic frequency range 1S conducive to the 
employment of this technique. 

6. Self-contained power requirements are reasonable 
considering that solid-state design can be utilized. 

7. The Submarine Launched Weapon System was presented 
just as a theoretical example of applicability for employ- 
ing this technique. 

8. The cost of development and implementation of this 
technique is considered commensurate with the gain in oper- 


ational performance and maintenance requirements. 
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Transducer Specifications: 


MICRODOT CONNECTOR NO, 3301 






O-RING GROOVE FOR 
PARKER NO. 2-14 


1/2-20 NF-2A THD 





3/4 STD 
HEX 
TRANSDUCER 
STAINLESS STEEL HOUSING 
TRANSDUCER 
Pransducers‘1) Cap. ‘?) Average Sensitivity ‘>? 
Desi qa ec GaNo . ion pC/psi V/psi dB 
It gil 4730 S90 OME she) lela 
Z 64 4670 650 Ou ote) -114 
3 US: 4860 LELO OeZ2c Aw eO 
A ez 4630 822 0.178 a dl 
B 74 4510 O20 Cree 2 7 SHC 
C 70 4540 1140 OZ 250 Nice 


Notes: (1) The transducers were radially polarized thin- 
wall ceramic cylinders of lead Zirconate titanate, 


(2) The dc input resistance was 10, 000 megohms and 
the leakage resistance from the transducer's housing to its 
output terminal was negligible. 


(3) Sensitivity calibration data was furnished with 
the transducers by the manufacturer. The charge sensitivity 
was measured in pico-coulombs (pC) per unit pressure in 
pounds per square inch(psi). The voltage sensitivity was 
measured in volts per unit pressure (V/;si) for an open re- 
ference to one volt per dyne per square centimeter. 
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